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Because all smokers 


inhale 


198 



Whether they know it or not—, OT < 

know all smokers inhale (at least some of the time)... and inhaling, 
they increase the possibility of irritation. 

Prescribing a change to Philip Morris cigarettes is important 
because: 

In recognized laboratory tests* the ir¬ 
ritant quality of the smoke of four other 
leading brands averaged more than 
three times that of Philip Morris. 

Further, the irritant quality was ob¬ 
served to last more than five times 
as long. 

Philip Morris 

Philip Morris & Co., Ltd., Inc. 119 Fifth Ave., New York 



•facts from: Proc. Soc. Exp. Biol. & Med.. 19)4. 3 2, 241-24 1; N. Y. Stair Jrl. of 
Med. Vol. 55, So. 11,590; Arch, of Otolaryngology, Mar. 19)6, Vol. 2). So. 5,3 06. 




Source: https://www.industrydocuments.ucsf.edu/docs/sglkOOOO 
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